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increase 

Greeks protest at London flag 
‘discrimination’ 

Rising repair costs counteract 
pressure for reduced premiums 

Communications becoming a 
problem—causing problems on 
the London Market 


LETTERS 
H. G. W. Webley 


MARINE LAW 

Carrier’s liability changed by new 

Hamburg Rules 

Contractual description in ship- 
building contract a question of 
identification 

Dispute about the amount of cargo 
delivered after vessel’s stranding 

Dispute concerning who has the 
right of salvage 

Marine aspects of sewage disposal 
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PEOPLE 
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PORTS AND TERMINALS 
Royal Portbury Dock, Bristol 


SALE AND PURCHASE 

A slight upturn in secondhand values 
—how long can it be maintained ? 

Monthly 
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Monthly 
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SHIPBUILDERS 

Aalborg Vaerft A/S, Denmark 

Appledore Shipbuilders Ltd, UK 

Beliard Murdoch SA, Belgium 

Bremer Vulkan Schiffbau und 
Maschinenfabrik, West Germany 

Cockerill Yards Hoboken, Belgium 

Construction Navales et Industrielles 
de la Mediterranee, France 

Frederikshavn Vaerft A/S, Denmark 

Fredriksstad Mek Verk, Norway 

Hitachi Shipbuilding & Engineering 
Co Ltd, Japan 

P. Hoivolds Mek Verk Ltd, Norway 

Ishikawaiima-Harima Heavy 
Industries Co Ltd, Japan 

A/B Oskarshamns Varv, Oskarshamn 

Sasebo Heavy Industries Co Ltd, 
Japan 

Sunderland Shipbuilders, UK 

Ulstein Hatlo AS, Norway 

Verolme Scheepswerf, Holland 
(see also special features) 


SHIPBUILDING 

A & P Appledore’s role in the 
reconstruction scheme 

Cammell Laird modernises its 
Birkenhead yard to enhance 
production facilities 

Sunderland Shipbuilders look to the 
future with confidence 
(see also special features) 


SHIPOWNERS 

Les Abeilles International, France 

Allocean Container Transports Ltd, 
Hong Kong 

Antwerp Bulkcarriers NV, Belgium 

DFDS A/S, Denmark 

DFDS A/S, Denmark 

Ellerman City Liners, UK 

Hellenic Lines Ltd, Greece 
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SHIPS 

Abeille Norm 
Provence, Fre 
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